Dr. Irwin Peck M.B.E., M.B., B.S. 
Scotland Farm, Dry Drayton, Cambridge. CB3 8AU 
Telephone: Madingley 210275 (STD 0954) 


Mrs H Price 

9 Acorn Avenue 

Bar Hill 

Cambridge CB3 8DT 5th November 1986 


Dear Mrs Price, 


Of course I remember you: How could I forget a 
good looking nurse from those early Bar Hill days? I 
seem to remember coming to the Club in Gilbert Road 
some years ago and what a friendly atmosphere it was. 


I would love to come again. Unfortunately my 
duties as High Sheriff involve most days. Would it be 
possible for me to come after I have finished my term 
of office on April lst. If I choose a date before then 
I run the risk of letting you down. 


Anyway, it was lovely to hear from you again and 
if I can help I shall be delighted. 


Yours sincerely, 


ic Lk 
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